USDA 



United States Department of Agriculture 
Anil rial mid Plan! Hefei* Id Inspection Service ^ 

Inspection Report 


UNIVERSITY OF MIAMI 


U OF MIAMI SCHOOL OF MFD (R64 


(b)(2)High, (b)(7)f 


MIAMI FL 33101 


Cuslomer ID’ §72 
Certificate’ 53-R-0QQ7 
Site’ 001 

tb)(2)High, (b)(7)f 


Type’ ROUTINE INSPECTION 
Dale Sep-24-£0Q8 


No non-compliances idenliliecJ during this inspection 


This inspection was conducted September 23 and 24 end included all animals lacililies, I AC DC lundt-on, 
documentation and protocol ravicw, 


Prepared By: 


Titter 

Received By: 


MARY E MOORE, D V M USDA, APHIS Animal Care Date: 

VETE Rl NARY M EOIC AL QFFIC EFI Inspector 1 044 Sep-24-2000 



Title: 


P^EB 1 1 


Dpte: 

Sep-24-2000 





USDA 



United States Department of Agriculture 
Anil rial mid Plan! Hefei* h Inspection Service imp id 

Inspection Report 


UNIVERSITY OF MIAMI 


U OF MIAMI SCHOOL OF MED 


i;HS4)(b)(2)High, (b)(7)f 


MIAMI FL 33101 


Customer ID’ §72 
Certificate 53-R-0DQ7 


Site: 002 

(b)(2)Hig"h, (b)(7)? 


Type’ ROUTINE INSPECTION 
Dale Jito- 12-2008 


No ncm-compliances (denlilietJ during this inspection 


No renulaled animals present 


This was a focused inspection o* animal related lacililies 


Prepared By: 


Title: 

Received By: 


MARY E MOORE, D V M USDA, APHIS Animal Care Date: 

VETE Rl NARY M EOIC AL QFFIC EFI Inspector 1 044 Jure 1 £-2008 



Title: 


P^EB 1 1 


Date: 

Jun- 12-2008 





USDA 



United States Department of Agriculture r 

Anil rial mid Plan! Heallh Inspection Service , r: .p y 

Inspection Report 


UNIVERSITY OF MIAMI 


U OF MIAMI SCHOOL OF MFD (R64) 


(b)(2)High, (b)(7)f 


MIAMI FL 33101 


Customer ID’ §72 
Certificate 53-R-00Q7 


Site: 003 

(b)(2)High, (b)(7)f 


Type’ ROUTINE INSPECTION 
Dale SepH)5-300& 


No ncm-compliances (denlUietJ during this inspection 


Prepared By: 


Title: 

Received By: 


MARY E MOORE, D V M USDA, APHIS Animal Care Date: 

V ETERI NARY MEDICAL OFFICER Inspector 1044 SepH)5-2fl08 



Title: 


P^EB 1 1 


Date: 

SepH)5-£flO0 





USDA 



United States Department of Agriculture r 

Anil rial mid Plan! Health Inspection Service ,r..p iu 

Inspection Report 


UNIVERSITY OF MIAMI 


U OF MIAMI SCHOOL OF MED (R64 


(b)(2)High, (b)(7)f 


MIAMI FL 33101 


Customer ID’ §72 
Certificate 53-R-00Q7 


Site: otw 

(b)(2)High, (b)(7)f 


Type’ ROUTINF INSPECTION 
Dale Jun-1Q-2M0 


No ncm-compliances identifed during tlmis inspection. 


End of report. 


Prepared By: 


Title: 

Received By: 


MARY E MOORE, D V M USDA, APHIS Animal Care 0 ete: 

VETE Rl NARY M EPICAL QFFIC EFI Inspector 1 W4 Jun- 1 0-2DQ3 



Title: 


Fegra s i 


Dete: 

Jun- 10-2006 





